FIRST  PRESBYTERIAN  CHURCH,  GALENA,  ILLINOIS. 

Founded    1828,    erected    1838,    oldest  Presbyterian 
church  in  Illinois  in  continuous  use. 

Color  Photo  by  Joe  E.  Clark  _• 


31630-B 


a 
5 


post  card 


